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ALPHABETICAL INDEX 


DESCRIPTION PAGE NO. 
Bail (Assem.) -----+-+------++e-- 7 
Base - Walnut - ----------+---8 1 
Base Plate -----+-+-+-+-+-+-+-+--°8 1 
Brushes - Distributor - -------+-+-- 5 
Brushes - Governor -----+-+-+-+----= 13 
Brush Holder (Assem.) ~- --------+- 5 
Cable ------+-+-+-+--+-+---- 8,11,12 
Cables (Assem.) -~-----+-++#---+-6 - 8 
Cable Clamps ---+---+--+-+-+-++-+-e-e-8 1 
Center Contact Governor (Assem.) - - - - = 13 
Clutch Lever (Assem.) +----+---+-+-++- 6 
Condenser (Assem.) -----+-+-+--+--- 14 
Condensers ------+--+-+-+-+-+-+-+- 1,7,14 
Contact Screw Bridge (Assem.) - - - - - =< ~ 3 
Cords (Assem.) -------+-+-+-+---- 8 
Disc (Assem.) ----+-------+----- 5 
Distributor Cover - Walnut ----+---- -9 
Feed Lever (Assem.) ~ -------+-+--+- 6 
Feed Pawl - --------+-+--+-+-+-+-+-6 6 
Feed Roll----+-++--+--+--+-+-+--6- 2 
Foot - Rubber - --------++----- 1 
Gear Guard -----+-+-+-+-+-+-+-2-+-e+- 1 
Gears ------+-+-+------- 10,11,12 
Governed Motor (A.C. Series) ------ - 12 
Governed Motor (D.C. Shunt) - ------+- 11 
Governor Brush Bracket (Assem.) ~ ~ - - - - 13 
Guard - Governor --~--+---+-+--+-+-- Ww 
Magnet (Assem.) --------+------- 6 
Main Shaft (Assem.) ---~-+--+--+---+-+-4-4 5 
Main Shaft Bracket (Assem.) - - - ~ - - - - 4 


DESCRIPTION 


Motor Arrangement "EX" 


-eFr ee eo wwe 


Motor Arrangement "EY" 


Motor Arrangement "EZ" 


Motor Arrangement *Gw" 


Motor-Governed (A.C. Series) 
Motor-Governed (D.C. Shunt) 


Motor - Governor Filter (Assem.) 


Motor - Synchronous 


Operating Lever (Assem.) 


Pinions 


Plugs - Cords 


Power Cord (Assem.) 


Resistors (Flat Type) 


Resistors (Round Type) 


Resistor and Bracket (Assem.) 


Resistor Unit (Assem.) 


Retaining Lid (Assem.) 


Snap Panel - Walnut 


Synchronous Motor 


Tape Exit Guide 
Tape Guide Plates 


“ee ee www 


Tape-Out Contact (Assem.) 


Tape Sensing Lever Bearing Bracket 


Tape Sensing Levers (Assem.) 


Target - 10 Spot 


Terminal Blocks (Assem.) 


Top Plate (Assem.) 


Transmitter Brush Filter (Assea.) 


Transmitter Cover - Walnut 


PAGE NO. 
10,11,12 


974G6/ BASE ~ WALAIUT- 


12487 


1264 SCREW 


6035 SCREW | 
2846 WASHER) 


8539 SCREW 
2/9/ LOCK WASHER 
7002 WASHER 


85483 PLATE 


104657 GEAR GUARO 


IS5O3 FOOT -~RUBEER. 


M160 SCREW 
123~24A& WASHER 


101830 BASE PLATE 
(WITH INSULATOR) 


S0L60 CABLE CLAMP 
72508 SCREW TA 
2/9! LOCK WASHER 


41094 SPACER 


I/GO SCREW 
Z/9/ LOCK WASHER 
7002 WASHER 


108218 CONDENSER LMF. 
USED ON XD95 OWLY— 


6308 CABLE CLAMP. 
TAIEC SCREW @ 
2/9/ LOCK’ WASHER 
7002 WASHER 


100-84 SCREW 

9646 LOCK WASHER 
WIL 3G WASHER 

77/28 WASHER -BAKELITE 


469! RESISTOR 1600 OP 
(800-800) 


USED ON XO9S ONLY. 


6746. SCREW 


| | O=— Ey 2/9/ LOCK WASHER 


BASE — WALNUT 
(ToP view) 


UNLESS OTHERWISE SPECIFIED 
ALL PARTS SHOWN ON THIS PAGE 


ARE COMMON TO X079 ANDO X095" 


101393 RETAINING LID (ASSEM.) 


56-153 DOweL 

900-3/9 LID HOLDER 
300-320 SHAFT. 
97445 RETAINING L/D 
99230 LID PLATE 
56-51 SHAFT. 

95-197 LATCH SPRING 


68 SCREW 


95954 SCREW PLATE 
95953 SHIMS 


500-322 LATCH 


162 SCREW | 
103-27 WASHER } 


US20 ON XD79 ONLY 
(105057 TAPE GUIDE PLATE 


4303 SCREW 
96418 ECCENTRIC 


M68 SCREW 


US59 SCREW 


TOP PLATE (ASSEM,) 
(TOP view) 


300-3/2 DETENT BRACKET- 


35-33 SPRING 


33-337 SCREW 
it 


Ss. 
who-a18 OETENT LEVER 
(WITH ROLLER AND PIN) 


6490 TOP PLATE 


849/ WEARING STRIP 
72069 SHINS 


1293 SCREW: 


USED OW X079 OMY 
Gree SCREW 


300-303 FEED ROLL BEARING 
900-302 FEED ROLL 
62 SCREW 


TOP PLATE (ASSEM) 
(BOTTOM VIEW) 


er en apres 
UNLESS OTHERWISE SPECIFIED 


ALL PARTS SHOWN ABOVE 


ARE COMMON TO X079 AND X095 


97468 TAPE GUIDE PLATE 


ae 


97847 COWTACT PIS 


(97848 CONTACT PIN GUIDE 
(MOUNTED ON TOP OF 300-303 
FEED ROLL BEARING ) 


N77 SCREW 
3640 LOCK WASHER 
J03~27 WASHER 


~ 

BOACKET 

MISULATOR 

COM TACT SPRING - UPPER 
TERMINAL 

WISULATOR (2) 
STIFFENER 
CONTA T SPRING -LOWER 
TERMINAL : 
MISULATOR (2) 
CLAMP PLATE 
SCREW 
BUSHING -BAWELITE 


97467 TAPE-OUT .CONTACT (ASSEM. 


G7AG SCHEW 
2/9/ LOCK WASHER 


ALL PARTS SHOWN ABOVE 
ARE USED ON X095 ONLY 


25848 
ss 170 aes “URITH ARMATURE) JO1715 TERMINAL (ASSEM, 


017/14. SPRING 
300-17) LEVER "2 (WITH REMBTURE) Or TERMIIAL 


S720 SCREW 

EE 
A 0 BYSHING- 

900-178 LEVER™S(WITH ARMATURE) 0522 


27030 CONTACT TONGUE 
400-173 LEVER "ELITH PRMBTORE) 
36/8 (INSULATOR 


300-174 LEVER"S(WVITH RROIRTURE) 


TAPE SENSING LEVERS (ASSEM.) 


- 125804 


900-106 LEVER BEARIMG 


"79° SCREW 
2/91 LOCK WASHER 


Hé4 SCREW 


125628 
300721 SHAFT 


I3-339S SCREW 
H69 SCREW 


12S B93 


300-/387 LEVER GUIDE M60 SCREW 


701439 FEED LEVER STOR 
93-158 SCREW 125155 AF/EFFY 
2/91 LOCK WASHER 

3649 WASHER 


“79 SCREW 


TAPE SENSING LEVER BEARING BRACKET 


Me, ‘Ww 
2-7 CONTACT SCRE HO8 SCREW 


300-510 TERAUNAL 300-13 F/1P-BRASS 
S44AG SKREW 300-08 BRIOGE-UPPER 


JOO-/10 INSULATOR 300-110 INSULATOR 


300-109 BRIDGE -LOWER : D ®®® ® 
29428282828 -85 544G SCREW 
} Cad ind] Crd Cn] 
“68 SCREW 
380-118 T/P-BRASS | — 6803 TERMINAL 
WE-7? CONTACT SCREW 4 


300-/79 TERMINAL BLOCK 101713 TERMINGL 


34-69 NUT 
sichs alsise om II-E7G SCHL 


©) 


aS 


3432 TERMINAL 


9520 TERMINAL BLOCK (ASSEM.,) 


ALL PARTS SHOWN ON THIS PAGE 
ARE COMMON TO X079 AND X095 


& 


81258 SCREW. 


77082 BRACKET (ASSEM) 


68// SCREW 
2/9/ LOCK WASHER 


8539 SCREW 
219! LOCK WASHER 


6745 SCREW 
2669 LOCK WASHER 


MAIN SHAFT BRACKET (ASSEM) 


11G@0 SCREW 


300-400 BRACKET -LEFT 


125877 


C746 screw ESS/ 
2/9/ LOCK WASHER 


7002 


GO SCREW 


300-20! BRACKET ~- RIGHT- 


C746 SCREW 
2/9/ LOCK WASHER 


ALL PARTS SHOWN ON THIS PAGE. 


ARE COMMON TO X079 AND X095 
See ere 


N 


74838 BERING BRACKET 


— 


ac chit ecidlislusbore cab i cakes. ppeilooay: dimeace. ss diese xu 


lOASZE RETAINING RING 


(04527 O18C (ASSEM. 


W168 SCREW 


a“ 
868/15 BRUSH HOLOER ARM. 


SO4G7 SCREW 
8I3O WASHER 


77063 STOP POST 


77024 CLAMP PLATE 


2705 7 @RUSH HOLOER 


220/ NUT: 


2814 LOCK WASHER 


288 WASHER 


105070 FRICTION NUT 


76086 FRICTION SPRING 


/OS069 BEARING COVER 


72644 BALL BEARING 


SAIL LOCK WASHER 


2/9/ =—LOCK WASHER 


7002 WASHER 93587 


—5— 
(B-1125) 


8/258 SCREW 


JO8GIO RANGE SCALE 


104§29 HANOLE 


6539 SCREW 
2/91 LOCK WASHER. 
7002 WASHER 


N 
77048 BUSHING -~BAKELITE 


80957 SCREW 


93009 BRUSH 


105069 BEARING COVER 


72642 BALL BEARING 


72579 WASHER 

77180 NUT 

105068 FRICTION O/SC 
77019 5 ta WASHER 


(227 
GEAR (BEE PAGES 10,116 (2 
FOR GEARS € PIMIONS, 


05066 MAIN SHAFT 
(WITH STOP ARM) 


3288 WASHER - 


(6786 screw 
eo LOCK WASHER 


~ 


SOS1GO CAM HUB - BAKELITE: 


BA CAM ~ BAKELITE 


105071 MAIN SHAFT (ASSEM) 
(WITHOUT GEAR) 


ALL PARTS SHOWN ON THIS PAGE 
ARE COMMON TO X079 AND XD95 


* « 


} 


4708 SPRING 


300-/28 FEED LEVER 


104536 STRAP 


35992 NUT 
36820 LOCK WASHER? 


108535 ARMATURE LEVER (ASSEM) 


6/67 SCREW 
I9G40 LOCK WASHER 


/OGSS2 ARMATURE 


O4S38 ARMATURE LEVER 


M-235 MAGNET COM 
(HS OMS PER Coll 3) 


28 SCREW 
2438 WASHER 


104 $38 SPRING 


104533 STUD 


3598 NUT 
2/91 LOCK WASHER J 


6990 SCREW 
I2Z-/ NUT 


74962 SPRING 


—-6—- 
(B—1125) 


FEED LEVER (ASSEM) 


104669 MAGNET (ASSEM ) 


CLUTCH LEVER (aSSEM) 


ALL PARTS SHOWN ON THIS PAGE 
ARE COMMON TO XD79 AND XD98 


300-181 FEEO PAWL 
J5-/40 SPRING 


33-334 SCREW 


80444 SCREW 
2/9! = LOCK WASNHER 


104837 CLAMP PLATE 


6339 WASHER 
08396 Gon RETAINER 


(WITH 4851 TERMINALS) 


TE CLUTCH LEVERLASSEM. 
(WTN Ot RETAINERS) 


< 


404871 Ol. RETAINER-FELT 


104070 Oh RETAINER -FELT 


—T—- 
(B—1125) 


IOOUNS? ADJUSTING LEVER 7/4 BAL (A 5SEM) 


77182 BALL 

771bG WEARWG STR, 
1163 SCREW © 
3640 LOCK WASHER 


JS-50 SCREW 


97050 Akh 
——________—_—__———_//G2 SCREW 
lseao LOCK WASHER 


1086 SCREW 
IS9D NUT 


196 SCREW 
8330 WASHER 
2/9/ LOCK WASHER 
3598 NUT 

23882 LOCK WASHER 
4-4 NUT 2084 ROLLER 


W103 SCLEW 
S4S79 WASHER 


77089 OPERATING LEVER 


e 


77089 OPERATING LEVER(ASSEM)——————___ 


: wu 
104676 TERMINAL BLOCK STRIP 2/91 LOCK WASHER (2) 


G745 SCREW 1026 SCHEW 
2669 LOCK WASHEL 2/9/ LOCK WASHER 


7G/17 TERMINAL BLOCK ASSEM, 73670 TERMINAL BLOCK [ASSEM, 


(028 SCREW 
0 WASHER-BRASS 028 SCREW 


50 WASHER~BRASS. 


TERMINAL BLOCKS 


92291 CONDENSER - 75 ME. (76 sceew 


(e/or LOCK WASHER 


92/7/ BRACKET- 62474 TERMINAL 


68// KRiw 
219! LOCK WASHER 
7002 WASHER? 


95936 Col Iie OHMS. 
7747/7 SCREW = 


74ADECS BUSHING - BAKELITE, 


3 XREW 

2/9/ — LOCK’ WASHER 

7002 WASHER ‘ 

7EGOS WASHER - BAKEL/TE 
ISBIS BUSHING ~BAKEL vey 


922/7 FILTER (ASSEM.) 


104782 TRANSMITTER BRUSH FILTER (ASSEM) 


ALL PARTS SHOWN ON THIS PAGE 


ARE COMMON TOXD079 AND X095 


-3- 
(68-1125) 


704670, CORO (ASSEM,) 
(WITH 82478 TERMINALS) 


ces PLUG ~ 3 PRONG 


104663 POWER CORD {assem 
(APPROX. 24” LONG) 


i __ Se eeuna | 3 


10480! CORD(ASSEM.)—SHIELDED ¥ 
(APPROX. 14" LONG) 


oa 
/~ 


a) 


WONGT/ CABLE Pe 
(ITH MBS! TRRMMISAL (2) ene 
ANO 82474 TERMINAL(3) ay 


FOR 104662 


j 

NG36 CABLE i 
(WITH 4851 TERMINAL (3) ’ 
ANNO 82474 TERMINAL(A) : 
FOR 11163 | 


fosere PLUG -12 PRONG 


pectin CABLE {ASSEM) 
USED ON. X079 ONLY 


{11630 CABLE (ASSEM) 
(W.0-2348) 
USED ON XD95 ONLY 


108307 CokO | 
oes TERMINAL 
108254 CORD(ASSEM.) —AAAABao_ <A AA—_—______—__" oN 


(APPROX. 40"LONG) 
USED _ON XD95 ONLY ; wy 


108748 WASHER 


10850§ PLUG-2 PRONG 


(08729 COVER~RUBBER 


UNLESS OTHERWISE SPECIFIED 
ALL PARTS SHOWN ON THIS PAGE 
ARE COMMON TO XD79 AND X095 i 


-939- 
(68-1125) 


103183 SNAP PANEL ~ WALNUT 


104660 PLATE-WALNUT 
1OYS3 


C7636 SCKEW 
all NUT 


i) 
80730 TRANSMITTER COVER 
~ WALNUT 


104841 TAPE EXIT GUIDE 


NGO SCREW 
76099 WASHER 
3598 NUT 


10840/ STRIP ~LEATHER 


80731 DISTRIBUTOR COVER—WALNUT 
(t4713 


ALL PARTS SHOWN ON THIS PAGE 
ARE COMMON TO XD79 AND x095 


€@2839. ROTOR (ASSEM)-WITH BEARINGS ANO SW/7TCH 


82840 ROTOR (ASSEM.} 


98707 IWISULATOR 
62848 BLUSH HOLOER (WITH BRUSH) 
62823 SPRING 

88879 BRUSH HOLOER SUPPORT (ASSEM) 


90263 STATOR(WwiTH BASE) 


82845 WASHER 


89405 BUSHING 

89406 WASHER ~ SPRING 
89407 COTTER PIN 
{8284/ SWITCH COMMUTATOR 
| 162845 WASHER 


80358 BALL BEARING /\ 


60313 WAEES 


80309 WASHER-FELT- 


60754 OER his 
Z 
7 
404 FAN a. i 
7 |i 
N79 SCREW 
2/91 LOCK WASHER re ( 
. © By 
Val Wy pe 
102778 BOLT Z wit 
Ly Yi 
667/3 SCREW LY 
78026 SCREW e 


@2850 ENO SWIELO 
(WITM 80754 o1eR) 


10843! GROMMET-RUBBER 


SYNCHRONOUS MOTOR 


$0358 GALL BEARING 


80312 WASHER 
80299 END PLAY SPRING 


(803// WASHER - CUPPED 
803/0 WASHER - FELT 


@ 104580 GEAQ-30T 


@ 104579 PIMOKN-7T 


C746 SCREW 
2/91 LOCK WASHER 


80754 OMER 


W-G/04 NUT 


G0§58 ENO SHIELD 
(WITH 60754 WLER) 


S2474 TERMINAL 


82283 MOTOR, 1/40 H.P, 110 V., 60 CYCLE A.C,(G.E. MODEL 5SH25ABI1B)—EXCLUDES PARTS MARKED(A) 


104675 MOTOR ARRANGEMENT "EZ", INCLUDES 82283 MOTOR AND PARTS MARKED (@) 


(6211-9) 


—Ol— 


cr ¢ 


73236 FIELO FRAME (WITH 7077! O1LEk) 
72587 ARMATURE 


779/11 BRUSH CAP 


70872 BRUSH NOLDER(MITH INSULATOR ) 
2099 BRUSH (WITH SPRING) 

W837 WASHER ~ FIBRE 

7/998 BRESH MULDER RING (YITH 80706 SCREW) 


70771 OHER 


00 sceen 
104451 LOCK ASHER 


0222 WEARING STRIP 


76 6l AOVUSTING LEVEE 
9/6/7 SHIMS 


73240 FIELO CORE 


Gazaz INSULATION 
(POR ONE FIELO coll) 


73237 ENO SHIELO 
(WITH 70771 OER) 


73241 FIELO Coll 
7077/1 OER 


50G/ BALL BEARWG(A0TH ENOS) 
GLAST | Wey if 


Bo 
LO SS 71999 SPRING 
03/2 WASHER 


(Q)104658 GEAR-AST 


ALU EAG 


ee 


(A) /04659 PINION- 97 


126-123 BUSNING-RUBBER 


WEdd SCREW 
@42474 TERMINAL 
79243 LOCKING WEDGE. 


@7726 CABLE (WO-z1k0 OR 2345) 


72586 


eA SN are sce 
Veo 3 2/91 LOCK WASHER 


1272 SCREW(80TH ENOS) 
sees CLAMPING ROO 


34-59 NUT 
Wmng<4 7323/ RETAINER-STEEL GoTW 
SS 1789 RETAINER-coPPER | Enos 
73232 WASNER- FELT 


FSSSE SCREW 


GOVERNED MOTOR—D.C. SHUNT 


MOTOR, i/\7 H.P, I10V., D.C. SHUNT (GE. MODEL 5BY30A3)—EXCLUDES PARTS MARKED@) 


104673 MOTOR ARRANGEMENT "EX", INCLUDES 72586 MOTOR, PARTS MARKED@) AND 


70361 RESISTOR UNIT (ASSEM.)—SEE PAGE 14 

80352 CENTER CONTACT GOVERNOR(ASSEM.) —SEE PAGE [3 
8681/1 GUARD—GOVERNOR—SEE PAGE 14 

86853 GOVERNOR BRUSH_ BRACKET (ASSEM.) — SEE PAGE 13 
CONDENSER (ASSEM.)— SEE PAGE 14 

RESISTOR & BRACKET —SEE PAGE [4 


(S2li—g) 


73236 FIELO FRAME (WITH 70771 O1LER) 
67/0 ARMATURE 


77911 8RUSH CAP 


70872 BRYSH NOLDER(MITH INSULATOR ) 


9094 BRUSH (WITH SPRING) 
W837 WASHER ~ FIBRE 


7/998 BROSN NOLDER RING (ITH 80706 SCREW) 


7077! OER 


00 ScREW ~~ dh ho 
HOGAS! LOCK ASHER | 


8222 WEARING STR/P 


706! AOJUSTING LEVER 
'9/6/7 SIIIMS 


SF097 STOP 


6746 scoew 
12/91 = LOCK’ WA SHEA 
Washer — | 


126723 BUSNING-RUBBER 


79244 SCREW. 
@©42474 TERMINAL 
739243 LOCKING WEDGE: 


@7726 case (W0-2/40 0k 2345) 


ny, 


MLL ZAR 
ACEI 


J iy 


1 


SSS3]4 
A 


Wj 


ZZ 


Warsz “s33333soaazeres, 


ZS 


cA 


s 7 


Mo gga, 
i] AARNet 


73238 FIELO CORE 


3242 INSULATION 
(FOR OWE FIELO Col) 


73237 ENO SH/ELO 
(WITH 70771 OER) 


‘73239 FIELD COM 


70771 OER 


506! BALL BEARING (GOTH ENOS) 


2/999 SPRING 
803/Z WASHER 


10658 GEAR- 45ST 


wealt///) —@ 104659 pmion-97 


G7AG SCREW 
2/9/ LOCK WASHER 


1272 SCREW (80TH ENDS 


3595 CLAMPING ROD 
34-59 MUT 


7323/ RETRINER-STEEL | sory 
71189 RETUINER-COPPER | zvO5 
73232 WASHER-FELT 


SSS SCREN 


GOVERNED MOTORS—A.C. SERIES 


6708 MOTOR, |25 H.P, II0V.,60 CYCLE, A.C. SERIES (G.E. MODEL S5BAG5AA77)— EXCLUDES PARTS MARKED@) 


104674 MOTOR ARRANGEMENT “EY INCLUDES 6708 MOTOR, PARTS MARKED(@) AND /22295 


78206 RESISTOR UNIT(ASSEM)—SEE PAGE 14 


80352 CENTER CONTACT GOVERNOR (ASSEM.)—SEE PAGE I3 


8681 | GUARD—-GOVERNOR— SEE PAGE 14 


86853 GOVERNOR BRUSH BRACKET (ASSEM)—SEE PAGE 13 


CONDENSER (ASSEM)-SEE PAGE 14 


111604 MOTOR ARRANGEMENT “GW: SAME AS “EY"(SHOWN ABOVE) PLUS A 95326 MOTOR-GOVERNOR FILTER (ASSEM)-SEE PAGE 14 


. 
S 


($2119) 


—ZaZl— 


(B-1125) 


1064 SCREW ~s 


63/8 CONTACT SPREMG (ASSEM.) 
72835 CONTACT POINT. 
S686CE BUSHING - BAKELITE 


S6869 LOST 7GAZES GOVERNOR SHELL 


6323 SPRING 63/8 CLAMP 


6320 CONTACT SCREW 


(17H TUNGSTEN CONTACT) 6348 SCREW 


6345 NUT 63/9 BLOCK 


2/91 LOCK! WASHER, 
63/9 BLOCK 


63427 SCREW 
2/9/ LOCK WASHER 


6324 AOTUSTING WHEEL 
6330 BEARING (ASSEM.) 
(UPPER & LOWER) 


6348 sckew ‘ 
IEMO LOCK WASHER, SIGS WASHER id 


78443 OUTER CONTACT OYSC 


78438 BUSHING~BAw ELITE 78¢5/ GOVERNOR COVER 


N 
poe SN 
7O4I7 INSULATOR i era ea ay 
ZEOn 7 eras? 78837 INNER DISC CONTAC, 
784296 OUTER DISC CONTRET SPRING yim! Qi O*cr War SPRING 
77 Bt NUT 


2663 LOCK WASHER 


YW 


6979 HUB IFIE WASHER 
68// SCREW FOR MOUNTING GOVERNOR LOS TAGCET A L2 SOT 


2/91 LOCK WASHERS 7O MOTOR SHAFT 


80352 CENTER CONTACT GOVERNOR | eer caer aT ete 


USED ON"EX. EY'& GW'MOTOR ARRANGEMENTS 


41733 INSULATOR? 80336 iNSULATOR 


28403 CONTACT BRUSH 


8/732 CLAMP PLATE 
78399 OUTER SC BRUSH 


Paik SenGid 7EBOZ 
CONTACT BRUSH ) 
78398 BUSNING-BAKELITE, 


M68 SCREW 
78400 MINER DISC BRUSH 
Peed bgt FOROS 


6746 SC3VHEW CONTACT BRUSH) 


/ SM, 
2/91 LOCK WASHER 868/2 SRACKET 


74728 TERMUNAL 


iD, GSI9 = SCREW 
C6052 PLATE ; 2/3/ LOCK WASHER 
: Ys 
6746 SCREW eens ——— 80335 PLATE 
2/91 LOCK WASHER S 


86853 GOVERNOR, BRUSH BRACKET (ASSEM.) 
USED _ON"EX EY’ Gw"MOTOR ARRANGEMENTS 


70722 RESISTOR ~-500 OWNS EACH (FOR 7036 
, 7O7ZA MSULATOR 
78205 RES/STOR- 300 OHMS EACH (FoR Last) 


89925 TERANNAL ENO 


$87/ BOLT 
7O8E7 NUT 


1028 SCREW 2669 LOCK WASHER 


PSIG WASHER 
JSIO LOCK WASHER 


OOGLE SCREW 
2191 LOCK WASHER 
7002 WASHER 


762ed sTeAP -2%0 LONG 
L USEO OM 78206 ONLY: (HTH 82878 TEGMINALS ) 
0 OO CREE Tees 
7036! RESISTOR UNIT(ASSEM)-(250-500-I000 OHMS) 
USEDON'EX’ MOTOR ARRANGEMENT 


70707 BRACKET- 


78206 RESISTOR UNIT(ASSEM)-(150-300-600 OHMS) = : 
USED ON"EY'A 'GW'MOTOR ARRANGEMENTS 
~“ a 


” 
77911 8RUSH CAP 

/266 SCeEW 

2227 WASHER : 


822474 TERMINAL 


33-110 SCREW 
JI64O LOCK WASHER 


ff dL 
94679 CONDENSER-jo 75, 
70 78 “joo ME (03-27 WASHER 


94G78 BRACKET 
™~N . 


95326 MOTOR- GOVERNOR FILTER (ASSEM.,) 
USED ON"GW"MOTOR ARRANGEMENT 


¢ 


(G539. SCREW 2986 BUSHING ~BAXELITE FB OBS 
$68// GUARD - GOVERMOR 2/91 LOCK WASHER 
JOO! WASHER 
7002 WASHER 


F1SS SCREW 


GUARD - GOVERNOR 


USED ON'EX“EY! &'GW'MOTOR ARRANGEMENTS de i 


IOGEA INSULATOR 
78757 GUARD 


JOMS RESISTOR 250 OMMS 
1297 SCREW 


2239! CONOENSER = | MF 
(ft-i/2) 


3620 WASNER--IBRE 


762/7 BRACKET 
3S98 NUT 
2/91 bOCKh WASHER 
7002 WASHER 
67426 SCREW 
S94 LOCK WASHER 
72566 @ES/STOR ~ 200 O15 
(00-100) 


RESISTOR & BRACKET CONDENSER ASSEM) 
USED ON"EX"MOTOR ARRANGEMENT USED ON'EX’ EY; & GW MOTOR ARRANGEMENTS 


300-107 


300-108 
300-109 
300-110 
300-113 
300-121 
300-128 
300-137 


Magnet Coil (115 Ohm 
Nut (.164-36 Hex.),1 
Screw (4-40 Shoulder 
Screw (4-40 x 3/16), 

Screw (6-40 x 1/2) \? 
Screw (3-48 x s) 16}; 

Screw (4-40 anecides 
Screw (1/4-32 Pilot), 3. 
Screw (4-40 Shoulder 
Nut (1/4-32 Hex.),6 


s),6 
(0) 
),7 
lb 


+},6 
3 8 


Nut (10-32 Hezx.), 4, 13 


Nut (2-56 Hez.),9 

Nut (10-32 Hex. 7 11, 

Nut (3-48 square), 3 
Spring, 2 

Latch Spring, 2 
Spring, 6 

Shaft, 2 

Dowel, 2 

Screw (8-40 x 2-17/3 

Washer, 2,14 

Contact Screw, 3 

Strap,14 

Washer,1 

Bushing - Rubber,11l, 
Lever Bearing, 3 
Contact Screw Bridge 
Assem., 3 

Bridge - Upper, 3 

Bridge - Lower, 3 
Insulator, 3 

Tip - Brass, 3 
Shaft, 3 

Feed Lever,6 

Lever Guide, 3 
Adjusting Lever, 7 
Lever #1 (with Armat 
Lever 

Lever 

Lever 


12 


2),1 


12 


ure), 


3 
2 (with Armature), 3 
3 (with penchant 3 

i, (with Armature), 3 
3 


Lever is (with Armature); 


Terminal Block, 3 
Feed Pawl,6 
Bracket - Right,4 
Feed Roll,2 

Feed Roll Bearing, 2 
Detent Bracket, 2 


Detent Lever (with roller 
and pin),2 
Lid Holder,z 
Shaft, 2 
Latch, 2 
Bracket - Left,4 
Terminal, 3 
Screw (6-40 x 3/8),7 
Screw (4-40 x 1/4),6,7,14 
Screw (6-32 x 1/4),13 
Screw (4-40 x 3/8),7 
Screw (1/4-32 Pilot),11,12 
Screw (3/16-40 Shoulder),7 
Screw (4-40 x 3/8) ,2 
Screw (6-40 x 5/16),1,3,4,8 
Screw (4-40 x 1/4),2,7 
Screw (4-40 x 5/16),9 
Screw (2-56 x 3/16),3 
Screw (4-36 x 1/h),5 
Screw (4-40 x 5/16), 2,3, 5,13 
Screw (6-40 x 7/16),3 
Screw (6-40 x 3/16),7 
Screw (4-40 x 11/32),2 
Screw (6-40 z 5/8), 3,10 
Screw (6-40 Shoulder), 7 
Screw (4-40 x 9/16),2 
Screw (10-32 x 1/2),1 
Screw (6-32 x 7/16),14 
Screw (6-40 x 11/16), 11,12 


Screw (4-40 special), 


Screw eae x 2-7/16 
Screw (6-40 x 13 U3) ,3 
Roller,7 


2 
),a 


- 15 - 
(B-1125) 


NUMERICAL INDEX 


Lock Washer,1l to 7,10 to 14 

Nut (5/16-32 Hex.); 5 

Washer, 14 

Lock Washer, 7 

Washer, 4,6 

Lock Washer,4, 7,13,14 

Washer,1 

Bushing - Bakelite,14 

Resistor (250 Ohms),14 

Insulator, 14, 

Washer, 5 

Terminal, 3 

Washer, 1, 13 

Nut {6 40 Hex.) ,6,7,9, 44 

Nut (4-40 Hex.)36,7° 

Insulator, 3 

Washer - Fibre,1l4 

Washer - Brass,3 , 

Lock Washer,1 

Washer, 3 

Washer - Brass,7 

Spring, 6 

Lock Washer, 5 

Terminal, 8 

Bolt (3/16-24 : 4), a 

Ball Bearing,11l 

Screw (6-40 x e736), pe 7 

Screw (2-56 x 1/k), 

Screw (1/4-20 x 3/8), 1 

Contact Spring (Assen. ),13 

Clamp, 13 

Block, 13 

Contact Screw (with Tungsten 
Contact), 13 

Spring, 13 

Ad justi Wheel, 13 

Beari ae - (Upper and 
Lower 

Screw (= 32 x 11/32), 113 

Nut (6-32 Hex.), ;, 

Screw (6-32 x 3/8),13 

Screw (4-36 x 3/4), 3 

Governed Motor 1/25 H.P., 
110 V. 60 cycle, A.C. Series 
(G.E. Model 5BA65AA77), 12 

Armature, 12 

Screw (10- 32 x 1/2),4,7 

Screw (6-40 x 5 7h)? ~ 2,4,5,10, 
11,12,13,14 

Terminal, 3 

Che (6-40 x 5/8),4,7,13 


Hub, 13 

Screw (1/4-32 Pilot),6 
Washer, 14 

Washer, 1, 5,7, 14 

Adjusting Lever,11,12 
Brush (with Spring), 11,12 
Washer, 13 

Wearing Strip,11,12 

Cable Clamp,1l 

Washer, 5,6,7,11,12 

Top Plate, 2 

Weari strip 92 

Screw (6-40 x 1/2), 1,5,13,14 
Terminal Block (Assem.), 
Foot - Rubber,1 


Clamp Plate, 2,13 


Insulator, 2) 13 

Screw (6-32 x 1-1/8),7 

Resistor Unit (Assem-) (250-500- 
1000 Ohms),11,14 

Beeieeeett 

Resistor (500 Obms),14 
Insulator, 14 

OLler,11, h2 

Brush Holder (with Insulator), 
11,12 


Nut (3/16-24 Hex,),14 
Screw (6-32 x l- -1/i), lu 


78205 
78206 


78398 
78399 
781,00 


784,03 


Retainer - Coppers, 11,12 

Brush Holder Ring (with 
80706 screw),11,12 
Spring, 11, 12° 

Shims, 2 

Screw (6-40 x 3fh), 1,6 
Resistor - 200 0. 
(100-100), 14 

Washer, 5 

Governed Motor 1/17 H.P. 
110 V., D.C. Shunt 
(G.E. Model 5BY30A3),11 

Armature, 11 

Ball Bearing, 5 

Contact Point, 13 

Retainer - Steel, 11,12 
Washer - Felt,11,12 
Field Frame (with 70771 
ofler),11,12 

End Shield (with 70771 
Oiler), 11,12 

Field Core,12 

Field Cotl,12 

Field Core,11 

Field Cotl,11 
Insulation (for one 
Field Coil),11,12 
Locking Wedge, 11,12 

Screw fio 30 x 7/8),11,12 
Clamping Rod,11,12 
Terminal Block (Assem. ),7 
Resistor - 1600 Ohms 
(800-800),1 

Screw (4-40 x 23/32),7 
Terminal, 13 

Guard,1lk- 

Spring, 6 

Bushing - Bakelite,7 
Screw (6-40 x 13/32),1 

Friction Spring, 5 

Washer,9 

Screw tio. 32 special),7 

Terminal Block ee ),7 
Screw (4-40 x 3/16),6 

Bracket, 14 

Bushing - Bakelite, 2 
Strap - 2-1/8" long (with 
82474 Terminals),14  - 

Fan, 10 

Bracket, 3 ” 

Friction Washer, 5 

Clamp Plate,5 

Contact Tongue, 3 

Bushing - Bakelite,5 

Operating Lever,7 

Arn,7 

Brush Holder, 5 

Stop Post, 5 

Bracket (Assen. ), 4 

Operating Lever {Assem.),? 

Cable,11,12 

Washer - Bakelite, 1 

Nut (9/16-32 Special), 5 

Bail,7 

Bail (Assem.),7 

Wearing Strip,7 

Brush Cap,11,12,14 

Screw (4-48 x 7/32), lo, 
11,12 

Resistor - 300 Ohms,14 

Resistor Unit (Assen. ) 
(150-300-600 Ohms), 11,14 

Bushing - Bakelite, 43 

Outer Disc Brush Spring 
(with 78403 Contact 
Brush ), 13 

Inner Disc Brush Spring 
(with 78403 Contact 
Brush ), 13 

Contact Brush, 13 


Governor Cover,13 

Insulator, 13 

Bushing ~ Bakelite,13 

Governor Shell,13 

Outer Contact Disc, 13 

Outer Dise Contact Spring,l3 

Inner Dise Contact Spring, 13 

Washer - Bakelite,7 

End Play Spring, 10 

Washer ~ Felt,10 

Washer - Felt,10 

Washer - Cupped,10 

Washer,10,11,12 

Washer,10 

Plate,13 

Insulator, 13 

Center Contact Governor 
(Assem.),11,12,13 

Ball Bearing, 10. 

Screw (6-40 x 1/4),6 

Cable Clamp,1 

Screw (6-40 x 3 ee 

End Peart (wit 3095, 
Oiler),1 

Screw latto x 3/16 Set), 
11,12 

Transmitter Cover - 
Walnut,9 

Distributor Cover - 


head) ,4,5 

Terminal,2 

Synchronous Motor 1/40 H.P. 
110 V., 60 Cycle A.C. 
(G.E. Model 5SH25AB11B). 19 

Condenser - 1] MF. 
(1/2 ~ 1/2), 1b 

Terminal, 7,8,10,11,12,14 

Magnet Core, 6 

Magnet Strap oe ) (with 
4851 Terminals) ,6 

Rotor (Assem.) - with 
Bearings and Switch,10 

Rotor (Assem.),10 

Switch Commutator, 10 
Spring,10 

Washer, 10 

Brush Holder (with Brush), 10 

End Shield (with 80754 
Oiler),10 

Stop, 11,12 

Washer,7 

Stiffener, 2 

Screw (. 138-40 x 1/4),14 

Plate,l 

Screw (4-48 x 5/16),10 
Guard - Governor,11,12,14 


86812 
86815 
86852 
86853 


36868 
86869 


101715 
101830 


102774 
103183 


103431 
104,357 


="160= 
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NUMERICAL: INDEX 


Bracket, 13 

Brush Holder Arm, 5 

Plate, 13 

Governor Brush Bracket 
(Assem.),11,12,1 

Bushing - Bakelite,13 

Post, 13 

Screw to 56 x 3/16),9 

Brush Holder Support 
(Assem.),10 

Bushing, 10 

Washer - Spring,10 

Cotter Pin,10 

Terminal End, 14 

Stator (with Base), 10 

Shim,11,12 

Washer - Fibre,11,12 

Bracket,7 

Filter Mase ),14 

Filter (Assem.),7 

Condenser - 1/10 MF.,7 

Brush, 5 

Bracket, 14 

Conienser (1/10 - 1/10 - 
1/100 MF.),14 

Insulator, 10 

Plug - 3 Prong, 8 

Motor - Governor Filter 
(Assem.), 14 

Bushing - Bakelite,7 

Coil = 1-1/10 Ohms,7 
Shims, 2 

Screw Plate,2 

Retaining Lid,2 

Bracket, 2 

Contact. Pin,2 

Contact Pin Guide, 2 

Base - Walnut,1 

Tape-Out Contact 
(Assem.),2 

Tape Guide Plate,2 

Contact Spring - Lower,2 

Contact Spring ~ Upper,2 

Eccentric, 2 

Lid Plate,2 

Retaining Lid (Assem.),2 

Feed Lever Stop,3 

Cam - Bakelite, 5 

Brush Holder (Assem.),5 

Terminal, 3 

Spring, 3 

Terminal (Assem.),3 

Base Plate (with 
Insulator),1 

Bolt (8-36 x 4-3/8 
Special),10 

Snap Panel - Walnut,9 

Grommet - Rubber,10 

Spring Hook,6 


104451 
104,527 
104528 
104529 
104530 
104,532 
104,533 
104534 
104,535 
104536 
104,538 
104,540 
104,579 
104,580 
104657 


104,658. 


104659 
104,660 
104,662 
104,663 
104,669 
104,670 


104671 


104672 
104,673 
104,674 
104,675 
104676 
104,782 


104801 
104837 
1048412 
104870 
104871 
104.872 


105057 
105066 


105068 
105069 
105070 
105072 
105150 
105220 
108215 
108254 
108305 
108307 
108396 
108401 
108729 
108748 
111604 
111630 
111636 


Lock Washer,11,12 
Disco ‘Assem.), 5 
Retaining Ring, 5 
Handle, 5 

Range Scale, 5 
Armature, 6 
Stud,6 

Armature Lever, 6 
Armature Lever’ (Assem.),6 
Strap,6 

Spring, 6 

Bracket, 6 

Pinion - 7T,10 

Gear - 30T,10 

Gear Guard,1 

Gear - 45T, 11,12 

Pinion - 9T,11,12 

Plate - wainut, 9 

Cable (Assem.),8 

Power Cord (Assen. ), 8 

Magnet (Assem.),6 

Cord (Assem.) (with 82474 
Terminals), 

Cable (with rhea and 82474 
Terminals ),8 

Plug - 12 Prong,& 

Motor Arrangement "EX",11 

Motor Arrangement "EY", 12 

Motor Arrangement EZ", 10 
Terminal Block Strip,7" 


 aaeeaa Voy Brush Filter 


(Assem 

Cord aie. }~(Shielded ), 8 
Clamp Plate,6 

Tape Exit Guide,9 

011 Retainer (Feit), 6 

011 Retainer (Felt), 6 
Clutch Lever (Assen, ) 
(with O11 Retainer),6 

Tape Guide Plate,2 

Main Shaft (with Stop 
Arn), 5 

Friction Disc, 5 

Bearing Cover, 5 

Friction Nut,5 

Main Shaft (Assen. ), 5 

Cam Hub ~ Bakelite, 5 

Bushing - Bakelite, 3 
Condenser (1/h MP. > 1 

Cord (Assem.),& 

Plug - 2 Prong, 8 

Cord,8 

Coil Retainer, 6 

Strip - Leather,9 

Cover - Rubber,8 

Washer,8 

Motor Arrangement "QW", 12 

Cable (Assem.), 

Cable (with 4851 and 82474 
Terminals),8 


